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United States Mint, Philadelphia, Penn., 
Engraver’s Department, 

May 2, 1883 

Sir 


I respectfully submit the following list of prices, as cost of medals for Charleston S.C. 


Gold Medal Each $90.00 
Silver “ . 7.50 
Bronze “ ~ 1.25 


As it is almost impossible to say the exact amount of metal required to make a medal 
before the dies are engraved, the price of the gold medal may vary a trifle. 


I would also say the dies shall be completed in time for the celebration. 


Very respectfully 
Your Obedient servant 
Chas. E. Barber 
Engraver 


Hon. A. Loudon Snowden 
Superintendent 


